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1. Retain the following Items in Part I: 


Item 19 (f 
31(g) (Hi 



(it) * 


2. Retain the following items from Port II: 


Item 19(g) (i), 19(g) (ii), 20(a) (i) (a), 28(b) (i). 


3* AM the following, item to Part II: 

Itown and. Map Plant name/ function/ 

Reference . d escription 


Ulqize 


Ulqfae-Tirana- 

Elhas.an-Cerrik- 

Stalia 


ftydroelectrie power 
plant '’Enver Hoxha" 

Reported 110 volt 
network being in- 
stalled 


location Background and 
Requirement s 

- Progress and details 
of construction. 

- Confirm beginning 
of construction. 
Details and progress 
of construction, if 
any. 
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